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[Abstract:] Returns L.S. medal 2d class... 1179 
P 


Treasury Department, 

Office of the Director of the Mint, 
Washington, D.C., 

December 6, 1880 


Sir: 


I return to you by the Adams Express Co. today one of the Life-saving medals (2d class) 
recently forwarded from your Mint. The date should read December 21st, 1879, instead of 
November 21st, 1879. The error in the date was made in the original letter from the Secretary’s 
Office when the medal was ordered. Request is made from the Life-saving service, Division that 
a new medal be furnished as soon as may be convenient. 





If any additional charge will be incurred it will be duly paid upon the usual vouchers 
being furnished. 


I am Sir, very respectfully, 


Horatio C. Burchard 
Director. 


[Noted on back:] 


(“Edith Morgan” medal. See D.M.’s letter of Nov. 11, 1880.) 


